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cA beautiful bathroom 
is so easy to plan if you visit a 
“‘ptandatd” Plumbing Fixture display. 


Plan Wisely! 


Choose Well! 


Enjoy the Conveniences of a Lovely Bathroom! 


You want the conveniences that present-day science, 

engineering and designing skill have created for all 

phases of modern living. Then, by all means start 
in the bathroom, the health center of the home. 


: A want your home to be comfortable and attractive. 


Today's mode of living is made possible only with adequate 
and capably installed plumbing. And all the benefits of 
modern plumbing are not fully realized unless the fixtures 
and the room arrangement are inkeeping withthe, x 

recent rapid advances in design and decoration. 


If your home is still on the Architect's or Build- 
er's blue prints—then enjoy to the full the thrill 
of planning from the start a bathroom that will 
give rein to your most cherished ideas. Never 
before have experts in all phases of bathroom 
planning laid before you such an array of ideas 
and materials. New plumbing fixture forms, 
color, the sparkle of glass and metal, the utility 
and the beauty of new floor and wall materials, 
a host of modern ideas for room arrangement and 
decoration . . all these are yours today, at costs that do 
not exceed the outlays for the commonplaces of yesterday. 





If your bathroom is old and out dated, then you will be 
pleased to know that you, too, can plan to use these modern 
improvements. They can easily be installed in a present 
bathroom, in one planned from an old hall end or part of 
another room, or in a double service bathroom (page 4). 


The essential thing is to plan wisely—consider all phases of 
your bathroom problem, use the services of your Master 
Plumber, your Builder and the representatives of the manu- 
____ facturers of the fixtures and other materials. 
Remember, that in bathroom planning the im- 
portant thing is that the room be built around 
the fixtures. They are the principal reason for 
the room's existence, all its decoration must 
be inspired by and be centered about them. 


Choose well! Consider plumbing fixture qual- 
ity, design, reputation, good installation, long 
service, lasting beauty. And none offer higher 
quality, wider variety of beautiful designs and 
color, finer reputation—and at as reasonable 
cost as any —than do “Standard” Plumbing 
Fixtures, with the record of nearly a half a century of manu- 
facture and satisfactory performance to recommend them. 
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Fixtures: Neo-Angle Bath, P 2105 E R, (lever handles) 
mpanion Lavatory 
Master One-Piece Closet 
The Neo-Angle . . 
ample elbow room. 
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Can you conceive of a decorative plan for any other 
room of the home that will not be matched favorably 
by the attractive Penthouse Bathroom Group on the 
opposite page? The room as shown is in keeping with 
the sumptuousness of the finest of homes or apart- 
ments, but this bathroom can be comfortably large 
in a space ten feet square. 


The floor in the illustration is rubber, the walls shaded 
linoleum, the fixture color is Corallin, and the bath is the 
sensational, entirely new Neo-Angle, which in a few months 
revolutionized bathroom planning. 


If distinction and convenience are both essential, you must 
decide on the Neo-Angle. No other bath is such an all- 
purpose, all-age, all-condition bath. It is only 4 feet square, 
yet it has more bathing space than the present known 5 foot 


long types. 


The two seats in the corners are responsible for many new 
features—you can enter and leave the bath safely in a sitting 
position, you can take a shower while sitting, you can 
remain seated while tub bathing or washing the feet. There 
is plenty of elbow room for either tub bath or shower. 
What a boon are all these features to elderly bathers, to 
invalids or tired bathers of any age. 


While Neo-Angle discharges every practical function more 
perfectly than any other existing bath, it also opens up 
a whole realm of decorative possibilities. First, it lends 


itself to a more artistic grouping of neces- 
sary bathroom fixtures. Being avail- 
able in the full range of “Standard” 
colors, it gives unbridled rein to your 
color preferences. 


Moreover, a new decorative treatment 
becomes possible and a new saving 
in the lessened need for water-proof 
materials. Only the walls immedi- 
ately adjacent to the bath need be of 
water-proof materials because the ample 
receptor feature, made possible by the 
greater width of the Neo-Angle Bath, 
largely confines water splashing to the 
tub recess. For the rest of the room 
delicate fabrics anc textured floor 
coverings may be introduced with safety. 


Notice the unusualness of the installation 
opposite. The 
plate glass can be 
replaced by a 
built-up wall if (4 
desired, or if a AN 
recess is not pre- 
ferred, the corner 
pattern of the 
Neo-Angle, illus- 
trated on page 18, 
can be used. 
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The Neo-Angle, . .leave or 
enter safely and with ease. 





The Neo-Angle . . 
a carefree shower, no 
slipping. 


The Neo-Angle . 
plenty of space for 
immersion. 


The 
Two-in-One Group 


Had you ever imagined that a 
bathroom of such distinction with 
the practical uses of two bath- 
rooms, could be built in a space 
as small as ten feet square. Well, 
here it is! The Neo-Angle Bath 
is in its Own compartment with 
a door to each room. A beautiful 
Vitreous China lavatory and quiet, 
attractive Master One-Piece Closet 
are in each of the rooms outside 
the bath compartment. Note that 
three fixture colors are used, but the 
entire ensemble is in harmony. It 
is a novel and most efficient use 
of space, 


























Fixtures: 
Neo-Angle Bath, P 2100 E 
Blackford, Roxbury Lavatories 
Master One-Piece Closets 


eNO Gor hE MBA rh R OLOrM 


Have you suppressed the need and the desire for a new bath- 
room to replace your present one, have you stinted the 
bathroom planned for your new home—all because you 
have believed that cost would be excessive? Don't let this 
worry you any longer. 


With the limitless variety of long-used and of newly designed 
materials for walls and floors, and with the extensive variety 
of “Standard” Plumbing Fixtures, you can achieve a dis- 
tinctive bathroom no matter what your budget. 


Floors are now of tile or other vitrified material, rubber, 
linoleum, even carpet. Walls are plain finish with water- 
proofing only on areas within splashing range of fixtures. 
These can be of tile or glass, linoleum or water-proofed 
papers. Accessories such as cabinets, mirrors, lighting fix- 
tures, towel bars, are procurable in a host of types and 
designs. With all of these you can exercise a 
wide freedom of choice and get something 
distinctive in any price range. 


Color in plumbing fixtures is not costly—in 
fact it is but a small part of the total cost of 
any bathroom. Used correctly, it is by far the 
most economical means of attaining individu- 
ality in bathroom furnishing and decoration. 


In originating the color composition, keep in 
mind the value of simplicity. The starting 





can select colors for the walls, floor and draperies which 
will contrast harmoniously with the fixtures. 


When you are ready to remodel your old bathroom or build 
a new one. you will find that good taste in the selection and 
use of the plumbing fixtures and materials is more important 
than the price you pay for them. Don't delay—plan to go 
ahead with your bathroom now. 


TIME PAYMENT PLAN 


In keeping with the NATIONAL HOUSING ACT, the 
Standard Sanitary Mfg.Co. has a new finance plan with the 
lowest rates ever made available—one to three years to 
pay, no red tape, no mortgage, no co-makers or endorsers; 
only the signatures of the property owners are required. 
This plan complies with the government requirements 
and the transactions are handled through the Heating 
and Plumbing Finance Corporation, one of 
the first to be approved by the FHA. 


To finance a loan of $120 to $2000 for modern- 
izing your bathroom, kitchen or laundry with 
beautiful, serviceable “Standard” Plumbing 
Fixtures, get an estimate of complete cost, fill 
out an application and sign a note for the 
deferred balance. The installation is quickly 
made and you pay in monthly installments of 
$10 or more for one to three years. Your 
Master Plumber will gladly handle all details. 


point should be the selection of the color for the plumbing Purchasers desiring to use the regular finance plan of the 


fixtures. That should always be the key color. Then you 


Heating and Plumbing Finance Corporation can still do so. 
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The 
Chateau Group 


Chaste dignity is here achieved 
with straight lines in the architec- 
tural design of the room and the 
recessing of Bath and Lavatory. 
Where it is not practical to recess 
the lavatory, an unusual touch can 
be gained by selecting the Tubular 
Lavatory, F112G, as shown in 
circle. The Moderno Closet of 
paneled design and low set tank, 
eliminating from view the cus- 
tomary flush pipe connection, is 
attractive and very modern. This 
room is a good example of the 
excellent use 
of water- 
proofed ma- 
terials where 
required, and 
customary 
materials 
elsewhere. 


Tubular Vitreous 
China Lavatory 
24X30 tnckhes 
Chromard frame 
29 inches long. 
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Pembroke Recess Bath 
Clyde Lavatory 
Moderno Closet 


Fixtures: 





Make Your Bathroom Livable 


It is so easy to have more than-just a bathroom—so much 
more satisfying, with a little extra planning and expenditure 
—to develop a room of cheer, of beauty, and extra utility. 


Many owners are adding more space than was formerly 
allotted to the bath, and now install in addition to the fixtures, 
sun-lamps, health apparatus, dressing tables, etc. And 
rightly so! The bathroom is the intimate room—why 
shouldn't provisions be made for these distinctly personal 
touches of modern life? 


Use simple decorations, use materials that will stand moisture 
and vapor and that are easily cleaned—use some color, in the 
decoration, the draperies, and in the fixtures—use “Standard” 
Plumbing F ixtures, for assured beauty and long life. 


- “Standard” fixtures are available in a variety of colors, to 


meet every decorative need. The cost, considering the 
results obtained, is very little more than for white. Your 
Master Plumber can give or arrange for helpful suggestions 
in color use and in the problems of room decoration. 


An extra bathroom adds so much more convenience to your 
home, makes its routine smoother and more pleasant. It 
avoids irritating delays and inconvenience during the morn- 


. ing and evening busy periods of bathroom use. 


Guests, too, remember their visits and appreciate the true 
hospitality which another bathroom for their own use 
affords. It need not be an elaborate one, for again the wide 
variety of “Standard” designs and the many usable wall and 
floor materials, allow easy planning of a second, livable 
bathroom. 


The 
Villa Group 


This is the ideal ensemble 
for the small bathroom. 
These are all compara- 
tively inexpensive fixtures. 
The room is simple, water- 
proofed materials are used 
only where needed, and 
color has added a charm 
far beyond its little extra 
cost. -Even with the fix- 
tures in white, the colorful 
walls and floor assure a 
distinctive bathroom. 


The 


Apartment 
Group 


This group presents an idea 
that is growing in favor 
—that of placing the 
water-closet in a separate 
compartment. Rubber 
floor, a striking water- 
proofed wall covering and 
“Standard” fixtures in color 
combine to create an at- 
tractive room. 

The recessed glass panel in 
back of the bath reflecting, 
mirror like, the rest of the 
room, creates a feeling of 
spaciousness. 
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Fixtures: Pembroke Bath, Hexagon 


Fixtures: 


Lavatory, Siacto St 





Pauteche Bath, Hibben Lavatory, 
Compact Closet 


The 
Neo-Mode Group 


Does your bathroom look like the one 
below? Possibly not, but you surely 
have seen a similar room in many homes 
that now have up-to-date heating, 
refrigeration, etc. 

There is certainly no need for such 
a room any longer, when modern 
“Standatd” fixtures, linoleum or tile 
floor, linoleum or wall paper walls can 
transform it, at a very reasonable cost, 
into the beautiful distinctive room at the 
right. When a recess for the bath is not 
available, 
the Neo- 
Angle Bath, 
corner pat- 
tern, permits 
the same up- 
to the min- 
ute modern- 
ization of 
your bath- 

room, 


Before: 
Old fashioned 
—unsightly— 
an irritation 
to the family. 





















After: Beautiful—modern—clean—inviting Fixtures: Neo-Angle Bath P 2100 E 
—easy to keep spick and span. Neolyn Lavatory 
One-Piece Closet 


REMODEL 


There is no room in the house which can be changed from 
drabness to beauty, from cheerlessness to enviable charm, 
from prosaic utility to inviting usefulness, with such ease, 
such satisfaction and at such reasonable cost . as the 
bathroom. 


Of course, the bathroom in a new home is a major investment 
but new fixtures in an old bathroom give the same thrill 
—and how easily and inexpensively it is accomplished. 


A remodeled bathroom gives more than increased beauty and 

-convenience—it actually adds its cost to the value of the 
house. It hastens the sale, should you ever decide to sell, 
because every new owner now insists upon a modern, 
beautiful and convenient bathroom. In fact every far-see- 
ing purchaser demands at least two bathrooms. 


Unless the supply and drainage pipes in walls and floor 
have deteriorated the installation of new fixtures is a 
simple matter. Just imagine the old fixtures replaced 
with glossy white or sparkling colored fixtures of distinc- 
tive, modern design. Renew the old drab bathroom 
that no amount of effort seems to improve. | Especially 
replace the old noisy toilet with either the attractive, quiet 
“Standard” One-Piece or Compact Closet. 


With such a variety of attractive, yet inexpensive fixtures 
and decorative materials, you can also plan to have that 
second bathroom, that extra toilet room to which growing 


MiBX PENIS INE Ey, 





families and guests are entitled. Your Mas- 
ter Plumber can show you how easily you 
can remodel your present bathroom, how 
little space is re- 
quired to install a 
second one. 


Improved mate- 
rials and more effi- 
cient methods for 
plumbing installa- 
tion make it easier 
now than ever 
before to go 
ahead with your 
postponed plans. 


Time Payments, 
described on page 
5, remove the last 
objection to imme- 
diate remodeling. 


Simple architectural changes in this 
room and modern fixtures have altered 
an ordinary prosaic arrangement into 


Notice in the ‘“‘Be- 
fore’ and ‘‘After™ 
illustrations here, 
how a colorful tile floor and wall and a re-arrangement of 
new, inexpensive fixtures have transformed this simple 
bathroom. Bright, non-tarnishing Chromard finish for the 
graceful brass fittings adds a sparkling note that is sure to 
satisfy. The new fixtures are: Pembroke Bath, Buena 
Lavatory F 337 G, and Compact Closet. 
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this “transformation” bathroom of unusual 
character and beauty. 























The 
Manor Group 


See in this bathroom how “Standard” 
designers have given you complete har- 
mony of fixture line. Only when all the 
fixtures are made by one producer can 
you expect to secure this harmony, so 
essential to good room planning. 


The Manor Group is becoming increas- 
ingly popular. It is modern, convenient, 
compact — and you can have the beauty 
and utility of these three attractive fix- 
tures in a space no larger than 6 by 8 feet. 


The lavatory is the Companion, F115 FQ. 
It is available in the 22” and 26” sizes, 
and has towel bars between the front legs 
and supporting brackets. These bars are 
a new and welcome conven- 
ience, as they provide the 
proper location for 
towels, handy when 
needed, yet out of the 
way when not in use. > SS 


Fixtures: -Pembroke Bath 
One-Piece Closet 
Companion Lavatory 






Chesterton Lavatory 
Five Sizes, see pages 12, 13 


Io 


Vitreous China Lavatories 


Of all the fixtures in the bathroom, the lavatory offers the 
widest latitude for expressing the owner's ideas of design. 
Have you in mind a practically square or an extremely wide 
lavatory, or one with round corners, or with cut-off corners? 
Then you can have it. Do you prefer a pedestal base or 
center china leg or slender Chromard legs? Then you will 
find your preference, with the type of top section you like 
in combination with a number of leg and pedestal supports, to 
suit your every requirement. 

There is a “Standard” Vitreous China Lavatory for every 
type of bathroom, large or small. The unusually large 
Chesterton, with flat top 42 inches wide, illustrated separately 
on page 10; the deluxe Templeton (page 32) and the kindred 
Pemberton design, the Castleton, the Tubular, the Strate-line— 
all are distinctive china lavatories for the luxurious bathroom. 
For the bathroom of more usual size, a variety of designs 
range from 30 x 24” to 14x 14” in size. 

And whatever “Standatd” china lavatory you select, remember 
that it will be extremely hard, smooth and non-absorbent. 
It will afford the utmost ease in cleaning and will not be marred 
or discolored by medicines or liquid cleansers. Cleaning 
powders should be selected with care as gritty cleansers will 
affect any glossy surface. 

“Standard” lavatories in color are exquisitely beautiful. 
Here, again, is found the necessity of using fixtures from 
one producer, as the color of the lavatory, of vitreous 
china and that of the bath, of enameled iron, can be expected 
to match only if they come from the same manufacturer. 


The Companion Lavatory - F 115 F 


SIZES: 26x 22", 22%x 18” 


II 





Here for ready comparison is spread out leading 
examples of the many “Standatd” Vitreous China 
Lavatories. The Chesterton and Castleton have cast 
brass Chromard Finish legs; the Castleton has a unit 
supply fitting. The Roxbury and Strateline are more 
economically priced leg designs. The Towerlyn is 
a very distinctive pedestal lavatory, in complete 
harmony of line with the Pembroke and Neo-Angle 
i bath; the Brainard and Blackford are more commonly 
used pedestal types. The Randall and Hibben are 
supported by a center leg. The other lavatories 
shown are supported entirely from the wall. 





dlandand ” 


Chesterton - F 80 G 
The Companion, here shown, is the same lavatory as that illustrated in a 
number of bathrooms except without legs. With legs it has the fixture number 


F 115 F, (page 11) and with legs and side towel rails, F 115 F Q (page 10). The 
Marlton and Marcosa are two space saving designs. 


Bon 


owerlyn -F 110 G 






| Blackford F417 = Roxbury 2 F 1G Si 


Tz 


~ Compenion af 116 F 





The Denlava is a new but essential bathroom 
dental fixture for all who give more than ordinary 
thought to hygenic conditions. 

Notice that these lavatories are shown with all- 
metal fittings. The development of non-tarnishing 
Chromard has made popular this type of fitting, 
but fittings with china handles and escutcheons 
in white or color, can be had if preferred. 

Your Master Plumber can give you installed prices 
for any “Standattd” lavatory. He can help you in 
selecting proper fixtures, choosing colors and 
designs that harmonize. Consult him first. 


Sizes : — Towerlyn; 24 x 20", 27 x 22", 30 x 24”. Chester- 
LOM EDA KATO G2 7AXE22 AI OX 94 gO X 22" Ax 22", 
PAX 22, 30X24". 
BOX 22", 
24 X 20", 


Castleton; 30x22”. 
Strate-line; 24 x 20”. 


. 


Blackford and Roxbury; 24 x 20”, 
Companion; F 116 F, 22x 18"; Firs F and Firs FQ, 22 x 18”, 
IQUNIOrO. 240K Ons 27X22 aeO XD Ae 
Mareosa; 20 3°14", 20 X13": 
lava;16x 16". Randall;20x 18",24x20": Hibben; 20x 18",24x20",27x22". 


. a Marcosa -FOIeRZ 















Standard” 


Castleton - F 71 L 


l) 
i 











Lucerne; 20 x 18", 
Marlton; 26x15". Den- 








As all “Standard” Plumbing Fixtures are of one 
uniform quality, the best that experience and large 
resources can produce, there is no question here 
as to kind of material. Just as certain designs 
lend themselves best to reproduction in vitreous 
china so also “Standattd” Enameled Lavatories 
are the finest examples of designs best produced 
in enameled cast-iron. They are available in 
either regular enamel, or in Acid-Resisting Enamel 
which is comparable to vitreous china in its resist- 
ance to stain or discoloration by acids, medicines, 
etc. Both types of enameled fixtures are slightly 
cheaper than vitreous china. Where a careful 
budget is a factor, regular enamel with reason- 
able care will give good service. It should 


When You Should Select 


always be borne in mind that any plumbing 
fixture of whatever material can be marred by 
harsh, gritty cleansers which should never 
be used. 

An extensive variety of enameled lavatories, (the 
most widely used shown here) is available, par- 
ticularly for the smaller bathrooms. The Cliff, 
Clyde and Hexagon are leg, pedestal and wall 
hanging lavatories which follow the present trend — 
to cut-off corner design. The Laton harmonizes 
with the lines of the Pembroke Bath, the Marco 
is a space saving design, the Anglo is for 
installation in a corner. The Othello, P 4209 M, 
illustrates a unit fitting, supplying hot, cold or 
tempered water from the one spout. This fitting 








~ 
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*Standard” Enameled Lavatories 


can be had for a number of enameled and vitreous 
china lavatories. 

Notice the variety of fitting arrangements offered 
in the vitreous china and enameled cast-iron 
lavatory groups. Tempered water types, with 
hot, cold or mixed water flowing through a single 
spout provide the most satisfactory form of 
supply, and permit one to wash in running water. 
Lavatories shown with single faucets can generally 
be had with either a pop-up drain operated by 
a lift knob or with chain and rubber stopper. 
These lavatories are shown with “Standard” cast 
brass traps. The trap is important as it is your 
safeguard from sewer gas. A cast brass trap with 
cleanout is strong and sturdy, will last for years 


Standard 


and more than pays for its little extra cost in 
beauty and service. 

Your Master Plumber can give you installed 
prices for any “Standard” lavatory. Through 
study, training and practical experience, Master 
Plumbers are the only ones qualified to install 
or supervise the proper installation of Plumb- 
ing Fixtures. It has been truly said, ‘The 
Plumber Protects the Health of the Nation.” 


SIZES: 


Cliff, Clyde, and Laton, 24x 20”, 27 x 22”; Hexagon, 
2K 22107. Ophiroroalzse24 xo Othello. 
4205 R, 19x 17", 21 x 18”; Othello, P 4209 M, 21 x 18°; 
Marco, 26 x 14”; Anglo, 16 x 16”, 19 x 19"; Beverly, 
LOUXEL Zech X LO: 


Slandard 


Beverly - P4335 R- 








“Standard” 
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“Standard” Baths 
Provide That Touch of Distinction 


If you have a flair for distinction in design, the dis- 
tinction that comes from modern treatment on correct 
lines, you will like the Neo-Classic motif that is the basis 
of Neo-Angle, Neo-Classic Pembroke and other 
“Standatd” Baths. But of all baths, none can compare 
with the Neo-Angle here depicted. Distinguished . . 
uncommon. . . a sense of true luxury is attained in 
this first real improvement in bath design in many years. 
There is a “Standard” Bath for every purpose, and for 
every size bathroom. There 

iseven a built-in bath as small 
as 43 inches long by 29 inches Ker 
wide. Built-in types are avail- mY N 
able for tiling into one wall, \——— + / 
two walls, three walls or as buf 7 Kk 
free standing il 
baths entirely 


away from the , * 

wall. Chro- Red 

mard finish 

fittings, made Big Phe Neo-Angle.. 
‘h v4 } speed the . atn— 

by otandard , v two at a time. 


are of finest 
quality, har- 


monize in de- Lal sintered 
F ° Oo} ort (sit— 
sign with the pines’. ort 


fixtures, are 
non-tarnishing, require no polishing and can be had 
to meet every installation and price requirement. 
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These floor plans show the ease 
with which the Neo-Angle fits 
into various shaped ordinary size 
bathrooms . . . how it provides 
pleasing, more convenient location 
for the lavatory and closet. Where 
the extra wall for recessing this 
bath is not preferred, the corner 
pattern Neo-Angle should be used. 


“Standard” 


Neo-Angle - (Recess) 


ay ae | 





Neo-Angle (Corner) 













For the man who likes to take his shower with ample room to swing his arms 
or to sit down in perfect comfort and safety to wash his feet, the Neo-Angle 
should be his unhesitating choice. The mother who sees the new conven- 
ience of the comfortable seat when washing the children, even two at a time, 
in this ample bath, heartily approves his choice. And what a relief to grand- 
mother who always had a little fear of the previous type tub. 

With the convenience of its 2-inch lower height, the depth of water in the 
Neo-Angle is the same as in all other baths. It is 5 inches wider at the 
bottom and has the length of a 514 foot built-in type of tub along the 
bottom, thus providing a greater bottom area for more comfortable immer- 
sion bathing and allowing plenty of room for standing under the shower 
spray. Where a 4 foot deep recess cannot be had, the corner Neo-Angle 
has been made available. It has all 
the features of the recess pattern, can 
be fitted with shower rod and curtains, 
with fittings and outlets for right or 
left side as required. 

Many persons will find in the long 
popular Pembroke, the bath that meets 
their requirements. It, like all 
‘Standard’ built-in baths, is available 





‘Adapto - P9454 N 











in many styles of supply and drain fittings, with or without Shower, 
and with fittings on either end. The Woodmere is a wider, more mas- 
sive bath of the Pembroke type. It can also be had in recess pattern and 
with fittings on either end. 

The Adapto Bath lends itself to any decorative scheme, the one here being carried 
out with the same tile design in the front panel as in the walls. 

The Essex is a quality bath for a restricted budget, or for use where a built-in 
bath is not practical. It is available on legs or on base as shown. The 
latter is preferable as having some of the advantages of the built-in type. The 
Knickerbocker, similar to the Essex in design except with a narrow rim, is for 
saving of space in small rooms. 

Your Master Plumber can give you installed prices for any “Standard” Bath. 


SizEs:—Neo-Angle, corner or recess; 49 x 50”, (corner 
pattern, corner of wall to extreme front, 62”). Wood- 
mere, corner or recess; 63x 34”,69x 34”. Pembroke, cor- 
ner; length, 55”, 61”, 67”, 73”; width, 31”. Pembroke, 
recess; length, 53”, 59”, 65”, 71”; width, 31”. Recona, 
length, 54”, 60”, 66”; width, 29”. Conred (like Recona, 
except for Corner); length, 55”, 61", 67”; width 29”. 
Adapto, (can be installed four ways—recess, corner, 
pier, free standing); length, 55”, 61”, 67”, 73”; width, 
31”. Essex on feet or base; length, 48”, 54”, 60”, 66”, 
72”; width, 30”. Knickerbocker on feet; length, 48”, 
on feet or basé 54”, 60”, 66”; width 26”. 
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A Vigor Renewing Shower 
Must Be Included 


Don't make the mistake of overlooking a shower—a 
mistake that many have regretted. After the walls are 
finished and decorated, they then realize how essential 
a shower is to their comfort. Its varied uses as a warm 
cleansing shower, a quick bath and rinse or as a cool 
refreshing, revivifying tonic shower, make it a fixture 
extremely desirable. 


‘otandatd” Showers are available in many styles. 
Shown here are a few of the types—one with body 
sprays on each wall for installation in a recess and 
with a plate glass door, K 111 X; one with body sprays on 
one wall only, and for shower curtain, K 114 Y; one with 
a mixing valve, supplying hot, cold or tempered water 
by the turn of the handle, K 151 Y; one with two valves 
supplying the shower head, K 200 Y. 


We suggest you see your Master Plumber who can show 
you many others as well as the complete line of bath, 
kitchen and laundry fixtures in the complete “Standard” 
Plumbing Fixture catalogue. 


The K 661 “Annex-a” Shower is particularly attractive 
as a modernization fixture. It is easy to install and 
provides inexpensively a practical shower for baths already 
installed. Water is automatically directed to tub when 
valves are opened and cannot reach shower until the trip 
lever is operated. Turning the lever transfers water to 
shower and permits testing with hand before entering 
tub. Surprise showers are avoided. 








The Most Important Feature 


of Home Sanitation 


The importance of plumbing fixtures to daily living must give the 
water-closet the primary consideration. It is the one mechanical 
fixture requiring expert designing for steady, dependable, quick 
operation. The tank fittings must work properly for long periods 
without attention, completely immersed in water. The com- 
plete fixture must be sanitary and easily cleaned. You can 
readily see why water-closets should not be bought on price 
alone. There is only one safe procedure and that is to buy the 
best your budget permits from the various designs offered by a 
reputable manufacturer. 

Efficiency and beauty of appearance—the essentials of good 
designing, have always been the guide marks to “Standard” 
improvements. This has resulted in one-piece construction—in 
lavatories, baths, sinks—but for many years not achieved in 
water-closets. 

Now the “Standard” One-Piece Closet design, developed 
within the past few years, with the greatest selling record of all! 
“tandard” closets in the short time after its introduction, proves 
that it embodies what home owners want—a closet so quiet it 
cannot be heard outside the room—so compact that it can be 
placed under windows or cupboards—so attractive as to har- 
monize with the finest bathroom decorative scheme—and self- 
supporting so that it can be placed anywhere. Here is the ideal 
closet for any bathroom, large or small. 

Shown on this page is the very latest in closet design—the Master 
One-Piece, F 2148 A. Beautifully proportioned, yet compact, with 
elongated rim (a superior sanitary feature), with improved flush- 
ing mechanism to assure the quietest positive flush, it represents 
the very finest closet that can be installed. 
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"Standard" 


Medera 





Devoro 


In selecting a “Standattd” Water-closet, you can safely let your budget and 
design preference be your guide. All “Standattd” Closets are made of genuine 
vitreous china, the ideal material. It is hard, non-absorbent, easy to clean and 
keeps its beauty of surface indefinitely. Closets have “Standard” brass fittings 
designed to provide dependable mechanical operation. The closets are supplied 
with “Church” brand seats, of well-seasoned wood with non-absorbent, easy to clean 
sheet covering, in white or in color, plain or sea-pearl to match the fixture 
Shown on these pages are closets widely. used in home installation. The princi- 
pal bowl differences are shown at the left. The elongated design is achiev- 
ing preference everywhere as it provides surer sanitary features. The round 
front bowl is more economical in price and is often used where space is a fac- 
tor . . . The Master One-Piece, shown on page 21 and the One-Piece, 
F 2149 A(with round front bowl) shown in color on page 23 and in bathrooms 
throughout this book, are rapidly becoming the most preferred closets for 
distinctive bathrooms . . . The Teriston syphon-jet closet has a modern 
straight line treatment matching the Neo-Classic lines of lavatories and baths. 
The unit appearance of the Teriston with its elimination of narrow 
flush connection is also obtainable in a more economical closet, 


“Standard” “Standard” 
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the Moderno, F 2197, illustrated on Page 6 The Purimo 
has a large bowl with extended front and cut-out back, thus 
assuring minimum of soiling space. The Madera with elongated 
bowl, and Devoro with regular round front bowl, are widely used 
syphon-jet closets. The Master Madera and Master Devoro have 
an advanced design tank with high quality hushed type fit- 
tings The Siacto Closet is a dependable sanitary closet 
of the syphon action type and is offered at a moderate price. 
The Modernus is a washdown type closet, with the straight front 
design. It meets fully the demand for strictest economy ; 
“Standatd” Compact is a modern design closet at a low cost 
and having unusual space and water saving features. Like 
the “Standard” One-Piece it meets the trend toward free from the 
wall closets making it ideal for remodeling. 


Sizes: Width over-all and back to front: 


Master One-Piece, 23 x 28”; One-Piece, 22 x 261%%”; Purimo, Madera, 23 x 30"; 
Teriston, 21 x 30”; Master Devoro, 23 x 28"; Siacto, 21 x 28”; Modernus, 
Moderno and Compact, 21 x 27”. 


A Most Appreciated 


Additional Convenience 















In every home the morning rush to work 
and school or the evening preparation for 
visiting, entertainment, etc., puts excessive 
demands upon»thesbathroom. If you have 
guests, the lack of sufficient toilet. rooms may 
be embarrassing. Why not avoid all this by 
having a small convenient room partitioned 
off the hall or converted from an unused 
closet? There need be no embarrassment 
. e i) fa 
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The Kitchen Advances 


The acknowledged center of the Kitchen is the sink. The 
entire room should be built around it. “Standard” has 
pioneered in sink advances, giving to grateful housewives the 
one-piece sink, the yard-stick-high sink, the eight inch deep 
and eight inch back sink, the Electric Dishwasher. 

Here is the newest “Standattd” achievement—the Neo-Line. 
Graceful curves give beauty of design, oval sink compartment 
accommodates today’s dishpan models and is easier to clean, the 
large double strainer with liftout crumb cup is more convenient; 
non-tarnishing Chromard fittings are up out of the way, and the 
integral shelf has a dozen uses that add efficiency and save 
kitchen labor. The Neo-Line is furnished either with a 6” 
apron or a roll-rim. An attractive steel cabinet can be had 
with the roll-rim type—42” with sink on left, P6648, sink 
on right, P 6649, 60” double drain-board, P 6651. This 
sink is just being introduced and is meeting with instant favor. 
For a really 
distinctive 
kitchen you 
will want a 


Neo-Line. 


Apron Type 
P 6646, Sink on 
left; P 6647, Sink 
on right; size 
42X22”. P 6650, 
double drain- 
board; 60x22”. 
Width of Shelf, 
6”. Height of 


Apron 67”. 


Roll-Rim Type — Neo-Line - P 6646 


(less cabinets) 


42” Sink on left, P 6652, Sink on right, 
P 6653, 60” double drain-board, P 6654. Neo-Line - P 6650 
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Sinks, Dish- 


washers, Acid- ished wood or metal. 
_ Resisting Enamel, are approved 


by these well-known Home [fomes with pantries or other storage spaces 
: may not need an installation of cabinets in the 
kitchen; old homes may not have space for them. But every home can SG 


iency Institutes. 


“use and easily afford the new Sinkabnets, illustrated. 


These Sinkabnets consist of regular type sinks with 
all-steel cabinets set underneath and provide storage 
spaces so long needed for the dishpan, dishmop, 
‘pot cleaners, lids, soaps, knives, etc., used con- 
stantly around the kitchen. 


Two designs of regular “Standatd” Sinks are 

illustrated with metal cabinets. The single drain- 

board type can also be had without cabinets—P 6815 
_with left sink, P 6816 with right sink, are 20 inches 
wide. The double drain-board Hudson, less cabinet 
22 inch width is P 6814. The Norton, less cabinet, 
‘is P 6840, and is 60, 72 and 84 inches long. 


_ Those owners who prefer a larger double drain-board 
_ sink or whose budget permits a more substantial item 
will be interested in the Norton sink. 


This sink is 25 inches wide and can be had with plain 
ends as shown, a splash back at either right or left end 
or at both ends. The types with splash backs allow 
cabinets not only underneath but at left or right. 
















A Cabinet For Efficiency 


Most homes built within the past few years 
have included step-saving, time-saving 
cabinets as part of the kitchen construc- 

tion. These may be in a corner or along 
‘Stendard” an entire wall; they are of attractively fin- 


25 













“Standard” 


aes _P 6818 E 


“Standard” 
Norton - P 6850 QS 


Warren with Left Drain-board 
P 6819 E 


S1zEs: P 6818, P 6819 
Hipp ihe he Ayphieaoh oye 


The 52” size has 2 drawers 
and small cupboard on the 
side under drain-board. 


Hudson —P 6817 QS, same 
as P 6818, except with two 
drain-boards, and with 
swinging spout faucet; 
drawers and cupboard 
under each drain-board. 


DIZE NOOR 2205 


Norton—P 6850 QS 


SIZEs: 
OO) Xie Sips 72a Ss a 



























“Standard” 


As one kitchen efficiency expert says in regard to present 
kitchen designing, “Kitchens are not only heaven and 
comfortable, but so arranged that they have become 
the production department of the home,. the business 
office and the social center, all rolled into one.” 

The Sink is the work center of the kitchen and is entitled 
to the place 
under the win- 


dow for light, 
air and restful 
view. Why? Be- 


cause so much 
of the prepara- 
tory work is at 
the sink. With 
this in mind 
“tandatd” orig- 
inated the Three 
8's sink for plac- 
ing under low 


Schenley - P 6645 


The Schenley has a 6-inch back, 8- 
inch,.deep front, 8-inch deep a 
with a broad shelf oS eee 

fittings, as in the Neo-Line ere 
is a rubber hose and spray through 
the shelf also. A Chromard utensil 
drawer, which swings down when in 
e, and up and out of a wa 


“Standard” 






engt : voerail 62 
inches, each an Inches: 


Brentwood -P 6660. CS. : Pea yeaa = : os 
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windows. The 8” low back, since adopted universally as the 
extreme height for all kitchen sinks, permitted the elevation 
of the rim of sink to yard-stick high. 

The time-tested worth of “Standard” Sinks made of glisten- 
ing enamel on rigid cast iron is known to the millions of home 
owners who have had them in their kitchens for many years. 
The Schenley is really a very de luxe design intended for the 
kitchen of distinctive arrangement and decorative scheme. 
The owner who prefers the Neo-Classic motif in his bath- 
room fixtures will appreciate this same design in the sink, for 
his kitchen will doubtless be as well planned as his bathroom. 
Illustrated also are three models of the Three 8's. The same 
designs are available with 6-inch deep sink. 

Although the first cost of sinks made of Acid-Resisting 
Enamel is slightly higher, the replacement expense it elimi- 
nates and the longer life and beauty it gives to the fixtures, 
result in an appreciable saving. All enameled “Standard” 
Sinks can be obtained in Acid-Resisting Enamel. 

Write for circular on choosing the right sink for your kitchen. 
It contains additional illustrations of sinks and cabinets. 





ee 


~ Glenmere - P 66 


Many more types of time-tested enameled cast-iron sinks for apartments, small kitchens, or homes with no laundry 
are available. See your Master Plumber's General Cata- facilities. The 13-inch deep tray is ideal for the washing of 
logue. He will be glad to quote installed price on any size _ linens, silks and light articles of clothing. The sink com- 


or design. 


While regularly furnished with grid type strainer, most 
“Standard” Sinks can be furnished with K 878 double 
Strainer at slight extra cost. It permits the sink compart- 


ment to be used as a dishpan and provides addi- 
tional safeguard against clogging the waste lines. 
Food particles lodge in the cup strainer and 
when the cup is lifted the water drains off. 
Sizes: Brentwood (Three 8's) ; P 6660 QS, 60 x 22”, 74x 22”, 
Bade, Clinton (67 oink); Pi6710.OS, 60x22", 74X20", 
78x22". Glenmere (Three 8's); P 6657Q S, P 6656 QS 
(left sink), 42x 22”, 52x 22”, Bedford (6” Sink); P6707 QS, 
m700 © S (left Sink), .42 x 20", 52 x 20”, 60 x 22”. 
Stratford (Three 8's); P 6665 QS, P 6666 QS (right cor- 
ner), 52 x 22”, Concord (6” Sink); P 6715 QS,P6716QS 
maigtity corner)..42X 20°, 52X20", 60x22". 


The Radcliff, P7432 QS, (P 7433 QS with sink on 
right) is a sink and laundry tray combination, ideal 


partment is 8 inches deep, back is 8 inches high. The 





tray. 


tray cover is reversible allowing use as a sink or a laundry 
This fixture is made in three sizes, 36 x 22”, 
43°K 227 andy 1-74 


Enameled cast-iron is the best material for laundry 
trays. It is impervious to dirt and grease, is easy 
to clean, and brightens the laundry. Your Master 
Plumber can show you a number of enameled trays 
in his General Catalogue. The Montrose, here 
shown, is the most economical of a variety of 
“Standard” trays, costing very little more than 
trays of other materials. It is 48 x 23 inches over all. 
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Save Labor, Save Time, Save Hands 


Most housewives face the one remaining kitchen drudgery, 
that of washing dishes three times a day, year in and out, 
without a murmur, merely from force of habit or from resigna- 
tion to the situation. But do you call it good planning to 
thoughtlessly permit this unending task (more than 12 hours 
a week in the average family) in order to save the slight 
difference between the cost of a “Standatd” Electric Dish- 
washer and Sink and the sink without this feature? 

The “Standard” Dishwasher, one of the earliest in the home 
field, is sturdily constructed, has simple trouble-free mechan- 
ism, is efficient, economical and easy to operate. Strong 
sprays of water (too hot for the hands) play upon every sur- 
face of every dish or piece of silverware, revolving from 
the force of the water action in a sturdy basket. It is not 
necessary to dry the dishes with a towel but even if one prefers 
to do so the drying is much quicker and easier. 

Save these back-breaking sessions at the sink, save 12 hours 
of weekly labor, avoid reddened hands And dishes, due to 
the scalding water (but little more is used than in hand 
washing) are beyond question more sanitary and are without 
a trace of grease or soap. The amount of electricity used in 
a whole month won't cost as much as a pound of butter. The 
dishwasher, which can be installed separately or built-in with 
adjacent drainboards, work-tops or cabinets, has a generous 
size sink compartment on the right. Write for circular giving 
complete information and mechanical details. 

A dishwasher should be in every modern home. This simple, 
trouble-free “Standard” Dishwasher, at a cost no greater 
than a better type sink, answers 

the demand for this most needed “Standatd” Electric 
home convenience. Dishwasher - P 6910 
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~"Standard” Leads in Design 


“Standard” the largest manufacturer of plumbing fixtures, 
with nearly a half century of experience, has always led in 
| advances in their construction and styling and, more than 
any one agency, has brought the bathroom from one of mere 
utilitarian purpose to the most interesting room in the home. 
In addition to the Neo-Classic, Neo-Angle, Neo-Line and 
Mastercraft designs, unit construction, (as particularly ex- 
-emplified in the One-Piece Closet), and correctly derived 
colors, “Standard” has introduced outstandingly more beauti- 
ful and durable finishes. Acid-Resisting Enamel and 
-Chromard were developed by “Standard”. Fruit and 
vegetable acids do not roughen or discolor plumbing fixtures 





Your Protection Is In 


ih #9 This trade-mark is printed permanently 

otandard under the glaze of Vitreous China plumb- 
ing fixtures, printed permanently in the 
enamel of plumbing fixtures made of 
regular enamel, and cast or stamped in 
the metal of brass fittings. 


RE-NUJ This word on “Standard” Brass Goods 
indicates renewable seats and threads, 
a “Standard” feature. 


‘And look for the green label affixed to all enameled fixtures, 
which also identifies them as “Standard” and which gives 
you an added safeguard, with its warning to all who handle 


and Material Developments 


made of Acid-Resisting Enamel. Not even the cleaning 
acids used by the tile setters can mar its smooth, glossy 
surface. It is easy toclean and to keepclean. With a mini- 
mum of care it stays spotless and bright. It costs slightly 
more than regular enamel, but the longer life and beauty it 
gives the fixtures, result in an appreciable saving. It is 
identified by the trade-mark “Standard” A-R. 

Chromard is the application of chromium plating to brass 
fittings that is rapidly supplanting nickel-plate as it has a 
more beautiful color, which is akin to silver, and does not 
tarnish. Unlike silver or nickel it requires no polishing; 
you merely use soap and a damp cloth 'to clean. 


The Name, “Standard” 


“Standard” -A-R This trade-mark, printed permanently 
in the enamel, identifies plumbing fix- 
tures made of. “Standard” Acid-Re- 
sisting Enamel. 


Ch h “Church” brand Seats, which are regular 
lq dd 9 
UIC vais Standard 


equipment on water- 
closets, are identified by this trade-mark, 
which is pressed into the under side of 
the seat. 


or work around the fixture at the time of installation to “be 
careful’. This further assures you of having a satisfactory 
fixture in all its original, sparkling beauty. 
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Chromard is the Trend in 
Sink and Bathroom Fittings 


The beauty and easy cleaning of Chromard Finish and 
the fact that it will not tarnish, has had much to do with 
the tremendous favor of all-metal fittings. The graceful 
lines and greater beauty of design possible in metal, has 
had its part in this new mode. 

But while you find all this in the finish of “Standard” 
Bath, Sink and Lavatory Fittings, remember that they 
are just as honest in the basic metal and in sturdy, 
mechanically correct construction. It is easy to make 
inferior brass look beautiful. The word “Standard” 
stamped or cast in the metal assures you that you are 
getting dependable fixtures with quality under the 
glistening surface, that will give long satisfactory use. 
The word RE-NU adds to that service-as it indicates 
a fitting in which it is possible to renew worn parts 
at slight expense. 

Shown on this page are illustrations of sink faucets of 
regular design, K goz SY and the superior heavy cast 
brass Mastercraft pattern with valves concealed behind 
the sink back, K 882 SY. Shown also is a faucet with 
hose and spray, K go07 SY. Single lavatory faucets can 
be had in several types, with lever or 4-arm handles. 
Two styles each of combination bath fittings, K 325 Y 
and K 610 Y, and of combination lavatory fittings, 
K 780 Y and K 701 Y, supplying water through a single 
spout and the exquisitely patterned Mastercraft heavy 
cast brass lavatory fitting, K 701 X, are shown. 
“Standard” is the world’s largest producer of Plumbers 
Brass Goods. “Standard” fittings fit “Standard” fixtures. 
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How To Get What You Want In “Standard” Plumbing Fixtures 


Visit a Showroom displaying “Standard” fixtures. There If you cannot visit a “Standard” or Wholesaler’s Show- 
you can see many actual fixtures, discuss your problems, room, make your selection from this book, then take the book 
secure help in originating color schemes and in developing to your Plumber and in it point out the fixtures and fittings 
pleasing bathroom arrangements. Specifications providing you want. If this book does not illustrate what you have in 
for their installation will be written for you without charge. mind, you are sure to find it in his General Catalogue. 


Consult Your Master Plumber 


Your Master Plumber is your neighbor. He is interested in local plumbing requirements, at the lowest possible prices. 
j a Plumbing problems, he knows how best to meet them, Consult with him regarding which “Standard” plumbing 
e will give you a quality installation conforming to all fixtures and fittings are best for your particular needs. 


“Standard” Showrooms, Branches and Sales Offices 


For full information about “Standard” Fixtures, see your Master Plumber or write or call at any “Standard” Unit listed below: 


AKRON, O. 
ALTOONA, PA. 


COLUMBUS, O. 
DALLAS, TEXAS 


HUNTINGTON, W. VA. 
JOLIET, ILL. 


MONTGOMERY, ALA. 
NASHVILLE, TENN. 


SAN ANTONIO, TEXAS 
SAN FRANCISCO, CALIF 


» ATLANTA, GA. 
BALTIMORE, MD. 
BEAUMONT, TEXAS 


_ BIRMINGHAM, ALA. 


BOSTON, MASS. 
BUFFALO, N. Y. 
CANTON, O. 


DENVER, COLO. 
DETROIT, MICH. 
EAST ST. LOUIS, ILL. 
EL PASO, TEXAS 
ERIE, PA. 
EVANSVILLE, IND. 
FORT WAYNE, IND. 


KANSAS CITY, MO. 
KNOXVILLE, TENN. 
LAS VEGAS, NEV. 


LONG ISLAND CITY, N. Y. 
LOS ANGELES, CALIF. 


LOUISVILLE, KY. 
MANSFIELD, O. 


NEWARK, N. J. 
NEW ORLEANS, LA. 
NEW YORK, N. Y. 
PEORIA, ILL. 
PHILADELPHIA, PA. 
PHOENIX, ARIZ. 
PITTSBURGH, :PA. 


SEATTLE, WASH. 
SHREVEPORT, LA. 
SOUTH BEND, IND. 
SPRINGFIELD, MASS. 
SYRACUSE, N. Y. 
TOLEDO, O. 

TUCSON, ARIZ. 


~ CHICAGO, ILL. 
CINCINNATI, O. 
CLEVELAND, O. 


FORT WORTH, TEXAS 
GRAND RAPIDS, MICH. 
HOUSTON, TEXAS 


MEMPHIS, TENN. 
MILWAUKEE, WIS. 
MINNEAPOLIS, MINN. 


Standard Sanitary Mfg. Co. 


General Offices, Pittsburgh, Pa. 
Division of AMERICAN RADIATOR & STANDARD SANITARY CORPORATION 


PORTLAND, ORE. 
ROCK ISLAND, ILL. 
ST. LOUIS, MO. 


TYLER, TEXAS 
WASHINGTON, D. C. 
WHEELING, W. VA. 
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Color in plumbing fixtures has steadily increased in popu- 
larity since its introduction a few years ago. The all-white 
bathroom is no longer favored as the perfect ideal of sanita- 
tion. Even with white fixtures, color is used freely in the 
decorative scheme. 

Every one loves color, though some hesitate to make use of 
color freely. They feel that they will tire of the same color 
fixtures after a while. But do they tire of their furniture and 
buy new each year? No! They may not replace the tapestry 
upholstering, but they depend on new wall and floor coverings, 
new drapes, etc., for a complete and satisfying change. 

This is just as logical with “Standard” Fixtures in color, 
because “Standard” Fixture Colors were selected by an artist 
of international standing. Each color had to 
be beautiful, it had to compliment the skin 
but primarily it had to be a _ proper basic 
or key color for correct and livable bath- 
room color schemes. 

Of the wide choice of ten “Standard” colors, 
listed on the opposite page, you select your 
favorite one, then with “Standard” literature 
offering helpful suggestions, supplementing 
your own good taste, you can hardly fail 
to obtain a pleasing result, much more so 
than any all-one-color bathroom could 
possibly be. 

Harmony or pleasing contrast are both effective, but in no case 


should a wall color be chosen that matches the color of the 


32 





fixtures. Rooms with northern exposures should have warm 
color schemes, those with southern exposures, cool schemes. 
This thought relates principally to the fixtures, as 
“Standard” fixture colors were derived to be used as base or 
key colors for bathroom decorative schemes. 

If you have an unusual bathroom in arrangement or 
decoration in prospect and are not quite sure how to approach 
the color angle, write the nearest “Standattd” unit, and 
they will consult with our color and decoration experts 
regarding your problem. 

Whenever you desire a change, you can select from a dozen 
different combinations of color in wall coverings, floor 
coverings, draperies, shower curtains and woodwork that can 
be changed at minimum expense without 
requiring a change of fixture color or fittings, so 
that with the fixtures still in your same favorite 
color as before, the bathroom as a whole unit 
will be entirely different, new and smart. Color 
costs so little more than white and this addi- 
tional cost is only on the bare fixtures not on 
the fittings. The installation cost is no higher. 
Let us, finally, repeat our initial suggestion— 
plan wisely, choose well, choose “Standard” 
—and you are sure to have a bathroom and 
kitchen that will add beauty to your home 
comfort and convenience to your family, value 
to your investment and satisfaction to your guests, your 


friends, and yourself for many years to come. 
AVERY LIBRARY 
COLUMBIA UNIVERSITY 
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“Standard” Plumbing Fixture 


Ivoire de Medici Persian Brown 





Rose du Barry Clair de Lune Blue 





Royal Copenhagen Blue Ming Green 
Also available in white and in black 


Colors 





Corallin 


Orchid of Vincennes 





T’ang Red 
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